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STANDARD FOR UNIVERSITY OF CALIFORNIA 
UNION CATALOG INPUT RFXORDS 



The Standard for University of California Union Catalog Input Records defines the stan- 
dards for libraries to follow when contributing records to the MELVYL® catalog. The 
document addresses such areas as record format, required maintenance data, local data 
format, and tape requirements for records submitted to the catalog. The original version 
of this standard was approved by JAhrary Council, September 12, 1984, The standard was 
subsequently revised and approved by Library Council on May 21, 1990, 

1. FORMAT STANDARDS 

Users submitting records to Dl.A can select one of the four MARC-based format 
standards listed below. 



1.1 OCLC Standard 

All data is represented according to the specifications established by OCLC Tor input 
of data and output on archive tapes. Users selecting this option must also Tollow the 
separately established UC standards for OCI.C input. (See Standard for OCLC Input to 
the University of (California Union Catalogs [Oakland: Division of Library Automation, 
U'niversity of (\'Ui(brnia, 1984|.) 



L2 RLIN Standard 

All data is represented according to the specifications established by RUN Tor input 
of data and output on archive tapes. Users selecting this option must also Fellow the 
separately establi.shed UC standards for RUN input (to be established). 



1.3 USMARC Standard 

All bibliographic data is represented according to the specifications in USMARC format 
for Bibliographic /M/a (Washington, D.C: Network Development and MARC vStandards 
OfTice, Library of Congress). Local data is coded according to USMARC Format for 
Holdings />//(7 (Washington, D.C: Network Development and MARC Standards Office, 
Library of Congress). 
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1,4 DLA Input Format Standard 

All bihliographic data is represented according to the specifications in USMARC Format 
for Bihliographic Data. Local data is coded according to a OKA-defined extension of 
the MARC Tormat for local data contained in the technical report Record Format for the 
MEFVYI.® Catalog {Odk\c\n± Division oTUhrary Automation, University ofCalifornia, 
1991). 

2. RECORD MAINTENANCE INFORMATION STANDARD 

iVtaintcnancc is perrormed on records in the MltLVYI. catalog based on their mainte- 
nance key (unique record identification number) and their date stamp (version identifi- 
cation). An incoming record can only update a record in the database with a matching 
record identification number and a later version identification date. Ifthe incoming record 
has the same version identification or an earlier version identification than the database 
record, no update takes place. 



2.1 Record Identification 

Iiach record must have a record identification number from the system wh.ere it was input. 
This number is used in the MIM.VYI. catalog to control update transactions, No record 
on the MHLVYL catalog can be uiulated except by a record with a matching record 
identification number. 

fo be cd for this purpose, the record identification number must have the following 
chara ;ristics: 

• The luimber must be unique within the originating system. 

Ifthe number itself is not unique, then the record must contain other information 
that can be used to create a unique key. I'or example, the 0(TX' number is unique 
only with the addition of the library identifier or location code. 

• The number should not change over the life of the record. 

IfMt does change, there must be a way to record the original number in the record. 

t The record must contain unambiguous information identifying the system of origin. 
This information is best conveyed as part of the identification number. 
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• The record identincation number inust he in a standard field. 

I'or most input sources, the record identification number should be communicated 
in the MARC 001 field. Alternatively, it can be communicated in the DLA-defined 
901 field, following the specifications for the format of that field (sec Record Format 
for the MIiLVYL® Catalog). 



2.2 Record Identification Across Systems 

Inputting libraries that move from one technical processing system to another must 
maintain the record identification number from the original system and any other 
information required to link records from tlie current system to the record previously 
input to the MI'LVYL catalog. Fields have been defined in OCLC, RLIN and other 
record structures for this purpose. DI,A will provide specifications for any system needing 
to use these fields. 



23 Version Identification 

Hach version of a record must be identified by a date carried in cither the MARC 005 field 
or the DLA-dcfincd 902 field. The date must be in the ANSI standard format described in 
the MARC documentation for the 005 field. 'I*he specificity of the date depends entirely 
on how the system creates output files: 

• In a system that writes only "snapsliots'' ofchanged records, where each record can 
appear only once on a given t-.^pe, the date portion of the field is all that needs to 
be filled in. Remaining positions (time of day) are zero. The date can either be the 
latest update to the record, or the date of the creation of the tape. 

• Where transactions arc written at the time updates take place on t!^c system., and a 
record can appear multiple times on an input tape, the date field must include date 
and time of day of the actual record update. 



2.4 Delete Records 

Delete records must he indicated by the STATUS code in the MARC leader, status "d.*' 
Because deleting ofdatabase records is based on the record maintenance infbntiation and 
not the bibliographic data, the incoming delete record does not need lo have the same 
bibliographic data content as the record it deletes in the database, ('urrently, however, 
the delete record must contain a minimum set of bibliographic fields: 008, 245, 260, 300. 
It must also contain location and call number information. 
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3. BlBLIOCRAPinr FIFLDS 

All bibliographic fields, in the range 007-899, must rollow the IJSMARC format. 
Variations in these fields as iniplcinentcd by OCMX: and RUN can be accommodated 
in the RLIN and OCIX! input streams. Other variations must be negotiated with DLA 
before data carrying those fields can be sent. 

Records should, contain at least the bibliographic fields required by the Standard for 
Brief Machine- Readable Bibliographic Records for the University of California Libraries 
(Oakland: Division of (library Automation, University of (\aIifornia, 1988). Records 
that do not meet the standard may. be rejected during preprocessing. 

4. LOCAL DATA FIELDS 

4.1 Format 

Loca! data must follow one of four formats: RUN. IJSMARC or DLA record 

Ibrmat. Hach of these (brmats defines specific fields and subfields for the recording of 
location and call number information, as well as local notes, copy-level information, 
and other processing information. I'or full details on the formation of the OCIX^ and 
RLIN local data fields, consult that utility's documentation. F'urther information on the 
LSMARC format can be found in IJSMARC Format for Holdings Data. DLA format is 
presented in Record Format for the MKLVYL® Catalog. 



4.2 Location and Call Number 

Iiach incoming record must contain at least one valid location code and a corresponding 
cnll number. Where call numbers may not be present, arrangements can be made for 
DLA to insert the constant "No call number" in the appropriate field. 

Location codes must be no more than 10 characters in length, and have to be entered 
onto a master table of location codes at DLA before records containing that code can 
be processed. With each location code, the following information must be provided: 

• campus 

• cataloging unit 

• primary location (maximum 9 characters) 

• secondary location(s) (variable length) 
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I'or ()(^IX: input, with each location code it is also necessary to provide: 

• subject lieading selection (LC, NLIM, etc.) 

• call number selection profile 



4.3 Level of Reporting 

Holdings should be reported at location level, ignoring multiple copies except where 
tliese liave difTerent locations or functions. I'or example "C:opy 1 in stacks, Copy 2 in 
reference" would be reported as two locations. Libraries must not send separate location 
statements for multiple copies in the same location. 



4.4 Other Local Data 

Systems often carry nonbibliographic information related to functions like circulation 
and acquisitions, 'i his data should not be transmitted in the MliLVYL input record. 

5. RELATIONSHIP OF 
BIBLIOCRAPIIIC AND HOLDINGS RFXORDS 

liach cataloging unit should submit a single bibliographic record Tor each bibliographic 
entity (usually a title) held, with all holdings carried in that bibliographic record or in 
linked holdings forniat records. 



6. TRANSACTION TAPES 

Transaction tapes should include only those update records that will result in changes 
to the union catalog record. For example, circulation, check-in, or payment transactions 
should not result in output to the MI-LVYL catalog, but update of a heading or change 
of* location should. 



7. 1APE FRFQUFNC Y 

Input tapes must be produced on a regular schedule (i.e., weekly, bi-weekly, monthly). 
Any anticipated schedule changes must be reported in advance. 
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8. BACKUP OF INPUT BY SUBMi mNC; LIBRARY 

A tape sent to DLA may he unreadable ny lost in transit. Thcrefbrc the submitting library 
must be able to provide a copy of the tape, to recreate the original tape, or to inchidc 
the missing records as part of a later tape. Replacement Tor tapes must he available up 
to three weeks after the original tape creation date. 

9. cmanCfINg to a new system 
for melvyl catalog input 

To establish a new input source, a library must submit tape speclRcations to DLA. 
1)1. A will review the specifications and work with the campus to eliminate any obvious 
problems. Once specifications are agreed on, the campus systems office or vendor will 
proceed with the necessary development, if any, to produce output records meeting the 
specifications. During the development of output capability, test output records should 
be produced and reviewed by the campus to verify that specifications are being met. 
Debugging of output programs is the responsibility of the campus. After the campus is 
satisfied that the output is being produced correctly, a test tape is sent to DLA where it 
will be run tlirough DLA input programs designed in line with the specifications. When 
the test tape runs successfully, dates for start-up of the new input stream will be worked 
out jointly, 

in. lAPE CHARACTERLS I K^ STANDARD 

All tapes must be ^Ktrack and I6(K) or 6250 BPI, or IBM 3480 cartridge. 



10. 1 ASCII Standard 

• OCLC tape specifications for 9-track tape with extended 8-bit ASCU. 

• RLIN tape specifications for 9-track tape with extended S-bit ASCII. 

• LC tape specifications for 9-track tape with extended 8-bit ASCII. 

• IBM record format (1 with BL()(^KSIZH not greater than 32,767. 'fhe tape may 
use cither ANSI standard or IBM standard labels. 
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10.2 EBC DIC Sfandard 

If records arc provided in iinCDlC, they shoidd ti'^c IBM standard labels with a 
BLKSIZI! not greater than 32,767. \inCD\C tapes should have standard HIM formats 
V. VH, or IJ. 



1 1. CHARACTER SET STANDARD 

ILI OCLC Standard 

Records must conform to the character set used hy the OCLC MARC tape service. 



IK2 RLIN Standard 

Records may adhere to the expanded <S-hit ASCII character set specifications for RLIN- 
produced archive tapes. 



1K3 LC Standard 

Tapes may he submitted in expanded 8-bit ASCII for MARC: records specified in 
VSMARC Speciftcdtinns for Record Structure, Character Sets, 7r7/>r.^ (Washington, D.C,: 
Network Ocvelopmcnt and MARC Standards Office, Library of Congress, 1990). 



IL4 DLA EBCDIC Standard 

A tape may be in inKM)lC using I)LA*s internal character set. Those wishing to exercise 
this option sliould request character set specifications from DLA. 
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STANDARD FOR 
BRIEF MACHINE-READABLE BIBLIOGRAPHIC RECORDS 
FOR UNIVERSITY OF CALIFORNIA LIBRARIES 

771^? Standard for Brief Machine- Readable Bibliographic Records for University of Califor- 
nia Libraries was originally approved by Library Council on November 7, 1984, It has been 
revised twice since then and was mort recently approved July 22, 1988, 

1. OVERVIEW 

The standard for bricfbibliographic records defines the minimium data elements reciuired 
for inclusion of a cataloging record in the DC union cataK^g. Although the standard 
specifies the briefest record allowed in the system, it should he clearly understood that 
specifying a minimum in no way restricts the input of additional data. Records can be 
as complete as the inputting library wishes or can afford; however, all data provided in 
minimum records must be fully and correctly coded to MARC] standards. 



LI Use of Tag . and Delimiters 

All information present must be tagged and delimited according to MARC definitions. 



L2 Indicators 

The inclusion of indicators is optional unless specifically required in this standard. The 
indicators required in the briefest acceptable record are given in Section 2. If additional 
fields arc provided beyond the miniinum, indicators are required as follows: 

L Nonfiling characters (1st or 2nd indicator): tag 240, 241, 242, 243, 440, 630, 730, 
740, 830, 840, and 873 

2. [existence of pronoun (2nd indicator): tag 400, 410, and 41 1 

3. Source of subject heading (2nd indicator): tag 600-651 

I'or fields locally defined in OCH.C or RLIN, provide indicators when they have been 
defined for the above items of information. Ibr example, RLIN defines 690 indicator 2 
as source of subject heading. 
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1.3 Form of Entry 

The Torm of entry should follow the cataloging code in effect at the time the machine- 
readable record was created. However, it is recogni/ed that this will not be possible for 
some records. 



1.4 Punctuation, Case, and Diacritics 

Punctuation and use of upper- or lowercase letters should follow the provisions of the 
cataloging code in effect at the time the catalog record or machine-readable record was 
created. Inclusion of diacritics is required on records created after July I, 1984, and 
desirable if available for earlier records. 



1.5 Mandatory and Desirable Data 

When an item is defined as mandatory, it must be provided if it is available on the piece 
or can be ascertained from an existing full- level catalog record. Hxtcnsive research is 
not expected. I'or example, if LCCN is not recorded on an item, is not necessary to 
check reference sources to see if an LCC^N can be found. I'or desirable elements it is 
strongly recommended that libraries attempt to include the data whenever available and 
applicable. 



1.6 Input Standards 

Records must follow the Standard for University of California Union Catalog Input 
(Oakland: Division of Library Automation, University of (jilifornia, 1990). This 
standard covers content designation, tape characteristics, and character sets. The content 
designation standard selected (OCLC, RUN, or DLA) will determine where local data 
is recorded. 



2. STANDARD BRIEF RECORD CONTENT 



I'ormat abbreviations: 



BK 

sn 

AiVl 

CI' 

MP 

MIJ 

VM 



Books 
Serials 



Archival and manuscripts control 
(Computer files 



Maps 
Music 



Visual materials 



Requirements: 



M 
D 



Mandatory if applicable 
Desirable if applicable/available 
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Leader 

Char. 

Pos. Name 



05 Record Status 

06 Type of Record 

07 Bibliographic Ix^vel 

17 Encoding I>cvcl 

The code "b" is to be assigned if a 
record meets the brief record 
standard but no higher encoding level 
standard, 

18 Descriptive Cataloging Form 

If record docs not contain this data, 
the record will be given low priority 
for selection as a base record. 
Name headings within the record will 
be given low priority for selection 
as authoritative name forms. 

Control Fields 

Field 

007 Physical Description I'ixcd Field 

008 Control Field 
Char. 

Pos. Name 



06 Type of Dale/Publication 
status 
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5Lli 


AM 


CF 


MP 


MIJ 


VM 


M 


M 


M 


M 


M 


M 


M 


Ivl 


iVl 


IV I 


IVl 


IVl 


IVl 


IVl 


M 


M 


M 


M 


M 


M 


M 


M 


M 


M 


M 


M 


M 


M 


M 


M 


M 


M 


M 


M 


M 












n 


D 




D 


D 


D 


D 
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Formats 



07-10 Date 1/neginniiig (late of 
publication 

Follow I,C MARC practice on dates. 
On older records where date is 
unknown, two alternatives may be 
used: I) place 0000 (7xros) in 
07-10 or 2) place blanks in 
07-10 and include 06 to clarify 
contents of date 1. For option 2 
06 = n, 07-10 = blank. 

11-14 Date 2/nnding date of publication 

15-17 Country of publication, producticMi 
or execution 

18 Irequency (.SB, CF) 

21 Type of serial (SF) 

27> Form of item (BK, SF, AM, MIJ) 

26 Type o[ computer file (C3F) 

27 f ype of machine (ilV) 

28 Government publication 
(BK, SF, CF, MP, VM) 

34 Successive/ latest entry (SF) 

35-37 language (undetermined = und) 

Numbers and Codes 

Field 

010 Library of Congress Control Number 

$a Library of Congress control number 



BK 



M 



M 



M 



M 



Si' 



M 



M 

D 
M 



n 



M 



M 



M 



AM 



M 



D 



M 



M 



CF 



M 



M 



D 



M 
D 



M 



MP 



M 



D 



M 



M 



MU 



M 



M 



M 



M 



VM 



M 



M 



M 
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Formats 



022 International Standard Serial Number 

$a International standard sciial number 

Note: If inputting ISSN, input 
key title when available. 

028 Publisher Number for Music 

Include all applicable sub fields 

Note: Mandatory for AA(3R2 records when 
(Ixrader 18 = a.) 

034 Coded Mathematical Data 

$a Category of scale 

$b (Constant ratio linear 
horizontal scale 

052 Geographic Classification Code 

Include all applicable subficlds 

Bibliographical Fields 

F'icld 

Ixx Main I'.ntry 

Include all applicable subficlds 
Include 1st indicator for 130 field 

222 Key Title 

Include 2nd indicator for nonfiling 
characters 

$a Key title 



M 



SH 



M 



D 



AM 



M 



cr' 



M 



MP 



MU 



VM 



M 



M 
M 

M 



M 



M 



M 



ERLC 



Page 6 

$b Qualifying infonnalion 

24 Uniform Title 

Include all applicable subfields 

Include 2nd indicator for nonfiling 
characters 

245 Title Statement 

Include 2nd indicator for nonfiling 
characters 

Ja Short title 

Jib Remainder of title 

$f Inclusive dates 

$g Bulk dales 

$h Medium 

In MUSIC 3 format, mandatory 
for sound recording if not in 240 

$n, p Part/Scetion information (or 

$d and $e, which are now obsolete) 

246 Varying Form of Title 

Sa Title proper/Short title 

247 Former Title/Title Variations 
$a Title proper/Short title 

250 I'dilion Statement 

$a Ivdition statement 

ERLC 
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M 




AM 




Ml' 


MU 


VM 




n 






















1) 




M 


M 


M 


M 


M 


M 


M 


1) 




D 


D 


D 


D 


D 






M 














M 










D 


I) 


D 


M 


1) 


M 


M 




M 
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M 


I) 




M 


M 


M 


M 
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260 Publication, Distribution, etc. 

$a Place of publication, distribution, etc. 

$b Name of publisher, distributor, etc. 

$c Date(s) of publication, distribution, etc 

For archival and manuscript 
materials, 260$c is used 
when dates arc not included in 
the 245 field. 

300 Physical Description 

$a r.xtent 

$b Other physical details 

$c Dimensions 

$c Accompanying material 

For pre-AACR2 records for sound 
recordings, the 262 and 305 
fields may occur instead of 260 
and 300. 

262 %b Publisher or trade name 

$c Serial identification 

$d Date of release 

305 (same subficlds as 300) 
or 

305 $a Number of sides, albums, etc. 
$b Si/.c 
$e Speed 
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Formats 



SI' 


AM 




MP 


MM 


VM 


M 




M 


M 


M 


M 


D 




M 


M 


M 


M 




M 


M 


M 


M 


M 




D 


M 


M 


M 


M 






D 


D 


D 


D 






D 


D 


I) 


D 






D 






D 










M 












M 












M 












M 












D 












D 
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$ci Microgroovc 

$c Sfcrcoplionic, monoplionic, or 
quadrophonic 

$f Number of tracks 

Tor prc-AACR2 records for visual 
materials, the 301 field may occur 
instead of the .100 field. 

.101 $a r,xtent of item . 

$f Speed (vidcorccordings) 

$b Sound characferi.stics 

%c Color characteristics 

$d Dimensions 

$c Accompanying materials 

.162 Dales of Publication and/or Volume Designation 

$a Dates of publication and/or volume 
sequential designation 

506 Restrictions on Access Note 

$a Terms governing access 
.S.l.l Reproduction Note 

Include all applicable subfields 

$a Type of reproduction 

5.18 Technical Details Note 

$a Technical details (especially 
system rcqnirement) 



D 



D 



D 



AM 



CI'- 



D 



D 



D 



MP 



D 



MU 

D 

D 

D 



VM 



M 
D 
i; 
D 
D 
D 



D 
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Formats 









AM 




MP 


Mil 


VM 


580 Linking llnlvy Complexity Note 
















5ia Linking entry complexity note 




D 












65X Subject Ilcaciing Added I',ntry— Ibpical Icrm 










D 






Include all applicable subficlds 
















710 Added Lnlry— Corporate Name 




D 












Include all applicable subficlds 
















780 Preceding i'ntry 




D 












Include all applicable subHclds 
Include 2nd indicator (Relationship) 
















Include all applicable subficlds 
















785 Succeeding Lntry 




D 












Include all applicable subficlds 
















Include 2nd indicator (Rclalionsliip) 
















Local Location and Processing Data 
















'lb be recorded as specified in the content 
designation standard used (OCLC, RLIN, or DLA). 
















1. Record ID generated by source system: 
Updates to earlier records must 
contain the same record ID as the 
record to be replaced. 


M 


M 


M 


M 


M 


M 


M 


2. Transaction date or latest valid date for 
record (currently described in the 
MARC format as tag 005) 


\1 


M 


M 


M 


M 


M 


M 


3. Location code or idenlifier: The full 
location infcjrmation associated 
with any code or ID must be 


M 


M 


M 


M 


M 


M 


M 
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Formats 





ILK 


s.li 


AM 




ML 


MU 


VNl 


transmitted to DLA alcnig with tlic 
code before input records can be 
processed. 
















4. I X) cat ion level call number 


M 


M 


M 


M 


M 


M 


iVl 


Local Holdings Information for Serials 
















Because current nation! standards for 
holdings arc still being developed, 
no UC holding standard for serials has 
been defmed. It is anticipated that 
any standard developed will be 
compatible with the national standard 
adopted. 
















1. Summary Iiokiiiig statement (k'lincxl 
in general lo correspond to Ihc 
American National Standard for 
Serial Holding Statements 
(Z39.33), Ixjvel 3. 
















2. Retention Statement 
(Prcc text note). 




I) 
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RECORD FORMAT FOR THE MELVVL® CATALOG 



1. INTRODUCTION 

Records received for the MI:L\'\'L catalog database and the periodicals database can 
var\' in their record formats, especially in the area of local dat:i. To assure uniformity 
of indexing and user display, sonic normalization of incoming records takes place. This 
document describes the MlilA'^'I. catalog local data format and its structure and provides 
examples that illustrate this normalization. 

2* RECORD STRUCTURE 

The MI:LVYL catalog record consists of five parts, called ^'segments." The segments are 
linked hierarchically in the order given below: 

1. Diblif "graphic Sc^tnaiL This segment contains the information about the 
bibliographic work and consists of all nonlocal MARC fields. There is one 
bibliographic segment per union catalog record, and it contains the base record 
fields and all preserved variations. 

2. Mainicnancc Se^nicnL l"here is one maintenance segment created for each 
OCLC. RLIN, or campus system record that enters the Ml:LV^'L catalog, 
it contains the control numbers and dates necessary to correctly update each 
record received from campus input. 

3. Holding Sci^nicni. This segnient contains the holding library code, the call 
number, the summary holdings statement (if there is one), and any location 
level notes. (The latter generally would be stored as 590 notes in the MARC 
format.) Hach holding location received in an input record will be placed in a 
separate holding segment in the MELVYL catalog record. Thus, a maintenance 
segment may have more than one holding segment following it. 

4. Copy Sci^mcni. liach copy segment represents a single copy number. Included 
in the copy segment are copy level notes and copy level call numbers. 

3. lolunie SegmenL The volume segment represents a single physical volume, 
where possible, or a volume range that is treated as a unit. This segment 
carries information used in control of the physical volume, such as acquisitions 
numbers, circulation system numbers, status information, etc. 
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3. RECORD DIAGRAM 

Below is an illustration of a MCLVYL catalog record with multiple segments at each 
level. 



Bibliog raphic 
Segment 



I Mai.. 



Maintenance 
Segment 



HoL, 



Holding 
Segment 



Hoi... 



Holding i 
Segment | 



Copy 
Segment 



I Cop... 

I 

Copy 
Segment 





Vol... j 


Volume 
Segment 

- 


i 
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Below is an example of a MUL\*\'L catalog record with data held in multiple segments 
at each level. 



DiDiiogfaphiC 
3cgmcn[ 



100 $a 
245 $a 



Sn^ilh, John 
Tho Book 



Bibliographic Data 



R123'15670 CUDG 



Maintenance 
Segment 



087654321 } 
CLUR I 
19820324101523.0 j 



{ 



Record Numbers 



Holding 
Segment 



Copy 
Sogmon: 



CLUA 



I CLUE 



! Wa.n 



1 i 



HV39G.2 
S3 



CLUR 
HV396 
832 

Libra7 has: v. 1-2 



{ 



Holding Locations 
Call Numbers 
Summary Holdings 



{ 



Copy 
Numbers 



Volume 
Segment 



V.2 



V.I 

6933604X 



{ 



Volume Numbers 
Acquisiions System Number 
Circulation System Number 
Regional Facility Numbers 



3.1 



Page 4 



Technical Report No. 3 



4. 



FIELDS 



The following is a detailed list of the data stored in each segment and its corresponding 
tag. 

Local fields have indicators. The default indicator values for local fields are: 
1st indicator 

0 — automatically generated from coded input data 

1 — keyed by campus 

2nd indicator 

0 — field to be displayed to general users 

1 — field to be displayed only in full MARC format 



For the 950 field (local serials holdings} the second indicator has the following values: 

2nd indicator 

0 — closed holdings statement 

1 — open holdings statement: item currently received 



Bibliographic Segment 

000 Leader codes'* 

001 Sa Record number 

S/ Previous record number 
00\- Base record fields 



S99 



Variant fields 
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901 



MaintoiKince kcv 





Sa 


Icchnical processing code 




Sh 


Maintenance number 




Sc 


Maintenance unit code 




Sd 


Biblioiiraphic format code 


902 


Sa 


Version identifier (Date and time of transaction) 


903 


Sa 


Cataloging unit 


904 


Sa 


Date of campus *Tirst time use * 




Sh 


Datc(s) of campus revision(s) (Keep last two) 


906 


Sa 


Date or input to MKIA'^'L catalog record 




Sb 


Dates of replacement in Ml:LVYL catalog record (Keep last two) 


908 


Sa 


Cataloger's keyer's initials 


909 


Sa 


()CLC^910 fields information 


910 


Sa 


Local system number 


915 


Sa 


Nonprinting notes 


91S 




Other record level information 




ST 


Tag of input field 


919 




Maintenance segment field in error 




ST 


Tag of field in error 



Holding Segment 



920 


Sa 


Location code 


922 


Sa 


C'anipus 


924 


Sa 


NL C code 


926 


Sa 


Primary location 


92S 


Sa 


('all number prefix 


930 


Sa 


("all rnmiher. class portion 




Sh 


(,"all number, book number portion 




Sc 


Call number, unformatted 


932 


Sa 


Additional sublocation Input stamps 


933 


Sa 


Shelving Storage note 


934 


Sa 


Summary holdings note 


935 


Sa 


Other local notes (Subfielding can var\ ) 


939 




Holding segment field in error 




ST 


'lag of field in error 
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Copy Sci^mcnt 



9-1(1 


Sa 


Copy number 


9-12 


Sa 


Copy specific call inuiiber 




Sb 


Copy specific call number 




Sc 


Unformatted call number 


9-lS 


Sa 


Other copy lc\cl notes (Subfielding can vary) 


950 


Sa 


Serials holdings 


959 




Copy segment field in error 




ST 


Tag of field in error 



I olum e Sei^ m en t 



960 


Sa 


N'olume designation 




Sb 


Volume number 




Sc 


Volume designation number 


961 


Sa 


Acquisition system number 


962 


Sa 


Circulation system nuniber 


963 


Sa 


Regional facility nuniber 


96-4 


Sa 


Volume status notes 


965 


Sa 


Other volume level notes 


969 




Volunie segment field in error 




ST 


T'au of field in error 



o - 
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5. LOCAL DATA FIELDS 



5.1 OCLC Input 



The MHLVM, catalog record format pro\idcs many more fields for local data than are 
found in the OCLC record. It is quite possible for a MI:LVYL catalog record created 
from OCL(- input to have very few of the possible local fields. 

Maintenance Se<j/nent 



Outline: 

OCLC 1 ioltl 



001 

Sa 

UOl 
910 



(\)ntonts 

OCLC record number 
Location code 
Date of transaction 
Miscellaneous information 



MKIA'VL Catalog! 1 idd 

901 Sa 
901 Sb 
901 Sc 
9U2 Sa 
909 



Notes; 



In the 901 field of the Mlil.V^'L catalog record, '*0" is added to OCLC numbers 
to aid in record updating. 



HoUing Sei^nicnt 



Outline: 

OCLC I iold 



(?ontonts 



M1:L\ VL Catalog Field 



049 Sa Location code 920 Sa 

049 Sa I 1 Call number prefix 928 

090 (etc.) Call number 930 

049 Sa I 1 Input stamps 932 

590 Local notes 935 



Notes: 



Only the four-letter 0(?L(? location code will be stored in the MHLVYL catalog 
record. The full librar\* name, the NLC code, and other data will be generated 
from the location code during display. 



ERLC 
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Copy Sci^ment 



Outline: 

OCI.C 1 icid 

049 Sc 

049 Sn 
SI 
So 



Contents 

("opy number 
Copy level notes 
(?opy level notes 
Copy level notes 



MKIA VL ( atalog Field 

940 Sa 
948 
94S 
948 



\ 'olitme Scsiwent 



Outline; 

()( I.C Field 

049 Sci 
049 Sv 
049 Sp- Su 
049 Sni 
035 
035 



Contents 

Volume designation 
\'olume numbers 
Bibliographic subdivisions 
Missing volumes 
Acquisition system number 
Circulation svstem number 



MFIA VL Catalog Fie ld 

960 Sa 

960 Sb 

935 Sp - Su 

y64 

40 1 

962 



Example 



OCLC Field 


MFIAM, Catalog Field 


on] 


ocm07 1969801 


9(1 1 


Sa 0 


005 


199O05131S2232.0 




Sb 071969801 


035 


Sa 6SS7S6 




Sc CL S.I 


049 


Sa iniCLS.IiRlil'l 


902 


Sa 19900513182232.0 




Sc 1 


909 


Sa 1 2 1 S 80 sgm 




Sn Pages missing 


920 


Sa CL SJ 




Sv 1 -3 


928 


Sa nr 


090 


Sa BX9S9S 


930 


Sa BX9898 




Sb .C89 




Sb .CS9 


590 


Sa Latest edition only. 


932 


Sa RHF 






935 


Sa Latest edition only. 






935 


Sc 1 Sn pages missing 








Sv 1 - 3 






961 


Sa 6S87S6 



MELVYL Catalog Display 



UCSD Undergrad ff BX9898,C89 Latest edition only. 
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5.2 RLIN Input 

The MI:I-VVL catalog record is similar in structure to the RLIN record. The MIILVYL 
catalog holding segment parallels the RI.IN LC)(^ structure, and the COP structure 
information is placed in the MHLV^'L catalog copy and volume segments. 



Maintenance Segment 



Outline: 



RLIN Meld 



(ontonts 



NtKLVYL Catalog Field 



(){)\ 
0(H 
001 
005 

Sh 

90S Sc(ClN) 
99S Sh(01D} 
901-907 (LDA-Ci) 
910 (RSN) 



'R' 

RLIN record number 
Library code (LI ) 
Non-book format code 
Transaction identifier 
Pre\ious record use 
(^ataloger's initials 
Operator's initials 
Local data 
Stanvlards note 



901 Sa 

901 Sb 

901 Sc 

901 Sd 

902 Sa 
904 Sa 
908 



908 
915 
915 



O i 
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Holding Segment 
Outline: 



RUN Field 


("ontonis 


!MhL> 1 L Latalo 


950 SI (LOC) 


Location code 


920 y<i 


950 S(l (LCAL) 


Stamp above 


92S >a 


9dO Sa, Sb (LCAI.) 


C^all nuinhcr 




090 Sa, SiWCALl.) 


(^all number 


930 Sa.Sb 


950 Sc (LCAI.) 


Stamp below 


932 Sa 


950 Sn(LAN r) 


Summary holdings note 


934 Sa 




(profiled) 




090 Sii (ANT) 


Summary holdings note 


934 Sa 




(profiled) 




950 Sn (I.ANT) 


Local notes 


*935 Sa 


090 Sn (ANT) 


Local notes 


*935 Sa 


950 sr(LI"N'I ) 


Lbotnolc 


*935 sr 


090 Sr(l"NT) 


Lootnote 


*935 sr 



* The 935 field created Trom LANT will be given a 2iul indicator value of 0 (display 
to patrons): the 935 field created from LL'N Y will be given a 2nd indicator value of 
1 (display in MARC display only). 



Copy Segment 

Outline: 

RLJNJjdti 



955 Sc((:()lM 

955 Sa. Sb (CCAL) 



I olume Segment 



Outline: 

RLfN 1 ieid C^)ntonts MKLN'VL Cataloir l iold 

955 $c(MDl:S) Volume information 960 Sc 

955 Sq (SUNT) Acquisitions number 961 

955 Sr(SHNT) Circulation number 962 

955 Ss(SHNT) Shelf list note 965 

955 Su(SHNT) Nonprinting note 965 

955 Si (CST) Copy status 964 



( OMtents MITA'VL Cataloti l icltl 

Copy number 940 

Call numbcr 942 Sa, Sb 



Record I'onmal for ihc Ml'l .N'M Catalog 



Page 1 1 



Example 



RUN Field 






{){)] KLl/SV.l i J I wV I 0 , 1^*4- |> 


901 


Sa R 






Sh 10916784 






Sr *n6i 


090 Sa I IBSOl 




•v'l 1 Q^Q UH Q 1 '^SXJ6 n 


So .D36 




C-i 1 C)V() 1 1 0"^ 


Sf c:p R1:PL 1 






Sh 02 12 SO (. 








Old 


^a > \ I 






^a r 


Sn Map in pocket 


V » » w 


J a 1 1 1 J 0 V.M 


Sd r 






Sh 02 1 2 S(> ( 




.Map ill [>ucrvLL \-.iiu 111V.I. 






^a cip Kill I. 1 (Juu iiiU. u 


lire Cl 

v^^ Si 1; N \ 1 






Sc l:v. 1 




J a 1 


Sa 1 Hi 306 


942 


Sa lln.M'6 


Sb .('86 




So A,S6 


Sq 96SS32 






Sh 02 12 SO C 


960 


Sc \. 1 


Si 02 26 S2 M 




Sa 96SS.i2 




964 


Sa Missing 


950 SI MAIN 




Sb S20226 


Si 10 19 SI C 








92(^ 


Sa MAIN 




930 


Sa llBSOl 






Sb .036 




935 


Sfcip RHPl. 1 (2nd ind. 1) 




961 


Sa 64799S52 



MELVYL Cataloii Display 



UCB 


EnvDesign 


f HB801 D3G 


UCB 


Main 


HB80rD3B 



6 J 
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5.3 Local Serials System Input 

For serials format records, the MliLV'x'L catalog record format adds a 950 field for the 
serials holdings. All other 9XX fields are the same. 

Serials records enter the catalog from many difTerent systems, both commercial and 
locally developed. An example of some local system serials input is given below. 

Example-ORI()^ 

Local System Field MFL\'VL Catalog Field 



005 19SS()325O0OoO().() 



(K)l oooionoiv 



920 So 06 Sa PS 5()S \V7 '145 902 
930 Sabl- 2(1973 - 77). 92() 



b4-S(197S 9-S4) 93n 



0 



Sa A 

Sb OOOloOO 
?c IV 

Sa 19SSO325O0000O.0 
Sa 06 

Sa PS 508 W7 T45 
Sa bl- 2(1973- 77). 
b4- 8(1978 9-S4) 



MELVYL Catalo<^ Display 



UCI MAIN LIB PS 508 W7 T45 b1 - 2(1973 - 77). 
b4- 8(1978'9-84) 
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Lxamplc-INNOPAC 
Local System 

(m Sa Browsing A A Sh 113 ANi:STIi 
590 Sa Bimonthly 

901 Sa l. CSFbl 192.558S 

902 Sa 9()(.)1 17 
920 SI hmcd 

950 Sb 42, 1974- Ss Current Jnls. 
Stacks Sz 42- 52 in Vlicrofichc 



■MKIA VL Cataloti Field 



901 



902 

920 
930 
932 
932 
932 
935 
950 



Sa I 

Sb 119255S8 
Sc SFB 

Sa 19900117000000.0 
Sa hmcd 

Sa Wl Sb AA 113 

Sa ANIISTH 

Sa 42-52 in .Microfiche 

Sa Latest issue at desk 

Sa Bimonthlv 

Sa 42, 1974- 



MFLl YL Cutaloii Display 



UCSF Librar/ W1 AA 113 ANESTH History Media 
42 - 52 in Microfiche 
Latest issue at desk 42. 1974 - 
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